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WARRANTY INFORMATION 
FOR VISE:GRIP, Prosnip’ AND Unibil TOOLS 


WARRANTIES: 

All VISE-GRIP and PROSNIP tools, having 
passed a rigid factory inspection, are war- 
ranted against defects in materials and work- 
manship for one year from date of original 
purchase. Any VISE-GRIP or PROSNIP tool 
that is abused, or used for purposes other 
than those for which the tool was designed, is 
excluded from this warranty. If a VISE-GRIP or 
PROSNIP tool appears to be below our 
manufacturing standards, it may be returned 
to the factory. If factory inspection determines 
that the tool is within this warranty, the tool will 
be repaired or replaced without charge. 
(Factory recommendation: an occasional drop 
of oil on all points of wear will insure better 
operation and prolong the life of the tool.) 


The UNIBIT step drill and PUNCH 
PULLERe mechanical drive system are high 
quality tools, carefully made from the finest 
grades of high speed steel. As such, they are 
guaranteed against defects in workmanship or 
materials for one year from date of original 
purchase. All parts of any broken or defective 
tool must be returned to us for determination 
as to the cause of breakage or defect. If we 
find the tool to be deficient in either workman- 
ship or materials, it will be repaired or replaced 
without charge. This warranty, however, does 
not cover broken tips for UNIBIT step drills, or 
other damage caused by misuse or abuse of 
the tool. 


Printed in U.S.A. 


These warranties do not extend to conse- 
quential damages except where required 
by law. These warranties give you specific 
legal rights which may vary from state 
to state. 


NOTICE: 


All prices subject to increase without notice 
by the amount of any Sales or Excise Tax, 
imposed, levied or assessed by any Municipal, 
State, or Federal Agency against the items 
listed in this price sheet. 


SAFETY TIPS / WARNINGS: 


We caution tool users that it is prudent to 
follow rules of safety. 


e Protect your eyes; ALWAYS wear safety 
goggles. 


@ NEVER expose tool to heat from welding 
torches or to contact with electric arcs. 


e NEVER use as astriking tool. 


e NEVER use handle extensions or strike the 
tool to increase leverage. 


e NEVER use tool as a structural support. 


e ALL TOOLS should be kept clean, inspected 
and replaced when worn. 
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VISE-GRIP. Locking Pliers 


PACKAGING DATA 
ae ee at MASTER SHIPPING CASE 


NO. 38548 ary. 
NSO Se eee eae 
250mm/ 31.3 kg/ 
40" 69 Ibs. 
20.4 kg/ 
45 Ibs. 


29.9 kg/ 
66 Ibs. 
20.0 kg/ 
7" 44 Ibs. 
. : 9.1 kg/ 
eG 5M 20 Ibs. 
5.9 kg/ 

4" 13 Ibs. 

29.9 kg/ 
66 Ibs. 


20.0 kg/ 
44 Ibs. 


150mm/ 10.4 kg/ 
6” 23 Ibs. 
230mm/ 21.3 kg/ 
9” 47 Ibs. 
100mm/ 5.9 kg/ 
4" 13 Ibs. 


150mm/ 
6" 


275mm/ 
a Ba 

455mm/ 
18” 

600mm/ 
24" 


250mm/ 
310R™** 10" 


455mm/ 
318R™** 18" 


250mm/ 
310S™** 10” 


455mm/ 
18” 


318S™** 


Locking Bar Clamp with Swivel Pads 
*U.S. PATENT 4,541,312 AND 4,546,681 
OTHER U.S. AND FOREIGN PATENTS ISSUED AND PENDING. 


**U.S. AND FOREIGN PATENTS APPLIED FOR. 
FORM NO. 125 


VISE-GRIP. Locking Specialty Tools 


UPC MFG. 
NO. 38548 
NIDA/SIDA 


PACKAGING DATA 
MASTER SHIPPING CASE 


ary. 
EA. 


230mm/ 
9 " 


17.2 kg/ 
38 Ibs. 


275mm/ 
a 


22.2 kg/ 
49 Ibs. 


Locking Pinch-Off Tool 


VISE-GRIP GIFT SET® 


git 


VISE-GRIP® HOME & HOBBY SET™ 


10R, 10WR, 10CR, 20R, 310R**, 310S**, 318R**, 318S** 
7R, 7WR, 7CR, 9LN*, 8R, 9R, RR 

11R, 1SP 11P 

5WR, 6LN*, 6R, 6SP 

4WR, 4LN*, 4SP 

18R, 18SP 


24R, 24SP 
Hardware Kit (contains 5 each—springs & adjusting screws) 


*U.S. PATENT 4,541,312 AND 4,546,680 
OTHER U.S. AND FOREIGN PATENTS ISSUED AND PENDING. 


** U.S. AND FOREIGN PATENTS APPLIED FOR. 


8.6 kg/ 
19 Ibs. 
283.5 gr/ 
10 oz. 
283.5 gr/ 
10 oz. 


10.0 kg/ 
22 Ibs. 


20.0 kg/ 
44 Ibs. 


14.5 kg/ 
32 Ibs. 
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PROSNIP. Snips 


Aviation Snips 


PACKAGING DATA 


UPC MFG. 
NO. 38548 
NIDA/SIDA 


11.79 kg/ 
26 Ibs. 


11.79 kg/ 
26 Ibs. 


11.79 kg/ 
26 Ibs. 


250mm/ 
10” 


(Yellow Grips) Cuts straight or wide curves 


11.79 kg/ 
20SL™* 9” 26 Ibs. 


(Red Grips) Cuts straight and angles or curves left 


11.79 kg/ 
26 Ibs. 


175mm/ 5.90 kg/ 
fe 13 Ibs. 
11.30 kg/ 
25 Ibs. 
14.50 tog 
32 Ibs. 


19.10 kg/ 
42 Ibs. 


250mm/ 
10" 


275mm/ 
5 


320mm/ 
12344" 


175mm/ 
F dk 


10.90 kg/ 
24 Ibs. 


18.60 kg/ 
41 Ibs. 


*U.S. PATENT 4,463,497 OTHER U.S. AND FOREIGN PATENTS ISSUED AND PENDING. 
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UNIBIT: Step Drills 


PACKAGING oa 
upcmrG. | CARTON SHIPPING SS SUGGESTED 
NO. 38548 [aT LIST PRICE 
SIZES) THICKNESS | _NIDATSIDA (EACH) 


1/8" ; 2.3 Ma 


3/16" ' = 2.3 kg/ 
to 1/2" 1/4 3/8 10102 25 18.54 


SELF-STARTING 
MULTIPLE NUMBER 
HOLE SIZES OF HOLES 


5 Ibs. 
4" | 378" | 1/8" | 10103 10 | 14% | 97 | 33.44 
to 3/4” 3 Ibs. 
3/16" * . 1.4 kg 
502™ Contains one each UNIBIT 1, 2, 3 10502 ry [slaw oe 70.52 
SELF. STARTING 
HOLE SIZES 
Yee ee 50.78 
1-7/32" tee —- 10314 57.74 
—s fe REQUIRES 1/2” PILOT HOLE 
REQUIRES 3/4” PILOT HOL’. 
9/16" ‘i i 1.8 “ 


” " 1.8 “3 


*U,.S. PATENT 3,758,222. OTHER U.S. AND FOREIGN PATENTS ISSUED AND PENDING. 


PUNCH PULLER: Mechanical Drive System 


NO. a wg CASE CASE PRICE 
ae NIDA/SI WEIGHT cu. (EACH) 

50000 2.70 kg/6 Ibs. 253.50 

THREADED a TRI™ | 50001 ABkg/tIb. | NA | 17.82 


= oranesom= |e [v0 agarioe [Wa [a 
—seanpnsser | so009 | 10 | aa3qr cz | wa | 14 | 


*U.S. PATENT 4,495,699. OTHER PATENTS ISSUED AND PENDING. FORM NO. 125 


UNIBIT: Metric Step Drills 


aaah DATA 


UPC MFG. 


SELF-STARTING 
MULTIPLE NUMBER HOLE SHANK STEP NO. 38548 


SHELF 
ee — 
HOLE SIZES OF HOLES SIZE(S) THICKNESS| NIDA/SIDA 


4mm 6.5mm/ 2.3 4 
4mm 6.5mm/ 2.3 4 
to 12mm 1/4" 11mm 11102 
enone 6mm 10mm/ 


4mm | 10mm/ | com | 44104 5 gre 39.92 


(EACH) 


18.54 
18.54 
1.4 kg/ 

3 Ibs. .27 | 33.44 


to 22mm 3/8" 3 Ibs. 
5mm 13mm/ 1.8 kg/ 


SELF-STARTING 
SINGLE 
HOLE SIZE 


HOLE ENLARGING NO. 20M REQUIRES 12mm PILOT HOLE 
BITS NO. 21M REQUIRES 18mm PILOT HOLE 


a 14mm_ | 13mm/ 
te 20mm | 13mm/ 


STOP COLLARS LENGTH/DIAMETER NIDA/SIDA CASE WEIGHT (EACH) 
Use with UNIBIT 10™ 1/2" /5/8" 10401 a 23 kg/8 oz. 3.62 


Use with UNIBIT 10™ 3" /5/8" 45 kg/1 Ib. 23.48 


10B™ 


12A™ Use with UNIBIT 12” 1/2" /1/2" 23 kg/8 02. 3.62 
12B™ Use with UNIBIT 12™ 3"/1/2" = 45 kg/1 Ib. 23.48 
12MA™ Use with UNIBIT 12M™ 12mm/12mm 23 kg/8 07. 3.62 


12MB™ Use with UNIBIT 12M™ 75mm/12mm 
SHARPENING STONES** 


23 ae OZ. 
|SS2™ Usewit,1M,2,2M,10,124@M | 23 kg/8 02. 
Sa eae eee ae as 23 kg/8 02. 


*U.S. PATENT 3,758,222. OTHER U.S. AND **MINIMUM ORDER — 5 
FOREIGN PATENTS ISSUED AND PENDING. 


45 Sith Ib. 23.48 
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